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CENTRAL INTELLIGENCE AGENCY 

INFORMATION REPORT 

COUNTRY Prs7.il 

SUOJECT Fortaleza; Harbor/ Larding "n ■ l ■ 1 u-;/0 yaraVvr'o and 

Capaslty/Storagc Fasmti%'./3«p-i~; Pad l.i 
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var. obtained by DIO-3ND ar.d vac fecvarded nr. ONI report 

Harbor : There in no bar in subject port. 'The leapt depth in the usual channel at 
lov r vater is 17 feet . J,e>iab depth at lev water at anchorage is 26 feet. Rise and 
fall of spring tides is 9 fcot, rise and fall of neap tides is 7 feet. The anchorage 
is not exposed to winds. Bo t ten is sand and aid and is good holding ground. Current 
ir the channel runs westerly at flood, easterly at ebb. In entering or leaving 
subject port, masters are cautioned to hoop veil clear 1 of the breakwater, because 
is silting up badly. Msiirei-is Faith buoy is often vnlighsed, missing, or 
rut of position and is jpst to bo 'depended -m. Reliable pilots, experier.osl In 
ivi.T.'.H.Lug weasels an large as the -C-3 type are available, but are considered 
-:ta tea scry. Dredging operatiovu arc ir. trogresd at Kucuripe anchorage. 

Landing Facilities: There are no tugs available. Seventy (70) lighters of vwiru.3 
“sag, all' open, are available. Total capacity: 3250 tons. Seven dock cranes of 
t'.nr; capacity each, arc available. Several small launches are available. 

Operations ar.d Capacity: Sufficient lor,.- shoremen are available. Average- tons per 
w/r biour is 12 tore on bagged earg' 1 , and seven tons on general cargo. Regular 
vc-klra- hours ere from. OTOc’tu .11.00, 1300 te Tf00 days, and 3.900 to 2300, 24CC 
to O’ i-OO rights . Overtime may be worked between the hours of 1100 to 1300, 3.700 - 
1900, 2300’- 2’+00. 


r ac i lities : Li 1 1 is 


nt-'-rare facilities ara available. 


Repair Ffacilities : Only minor hull, electrical and electronic repairs can be mads. 
Th«rc are r.s fSSUltisc Cot repair. - .- c propellers, gyro compass, HDF, radios, 
fathoiwter, aonic depth finders, radar, or lorac. 


Suppl ies and Utilities : Fresh water can bo obtained from the dock at the rate of 


six tons per hour 
can br; obtained . 
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hie water in bad for OriJuw 'v and poor for boilers. No ballast 
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